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Chief, Graphics Register, OCD 7 February 1955 


Attn: [95X1A9a 


Chief, Cortact Division, 


25X1A 25X1A 


295X1A9a 


meno 2 Jan 1955, wiich returned workprints 


1. The sttached list of captions shovld conplete the 25X1A 


desired infermetion on the piotepraphs forwarded 25 


2. when you have co:pleto’ your paper work of putting 
these psotographs in file, please col ; extension 
2211, TEM may wish to review copies of sone of these 
photographs. 25X1A9a 


25X1A9a 


na 


25X1A9a 


Attachment: List of ceptions 
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